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MEMORANDUM FOR: Contracting Officer, DPS/DCI 
Ber : Contract HF-6524 - General Precision Laboratory, Ine. 


REFERENCE i BPS - 504k 


This is to afivise you that payment of $1,728.34 
Contract HF-652% which has liquidated all funds previously 
obligated. 


Ree ll gone 
Comptroller, DPS/DCr 
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